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Upper left photograph - Joe W. Schmitt, Space Flight Upper right - Glenn leaves Hangar S enroute to his 
Equipment Specialist, makes adjustment to Astronaut spacecraft. 
Glenn's spacesuit prior to MA-6 launch operations. 


With him are Dr. William K. Douglas, per- 
sonal physician for the Astronauts, and Schmitt (in 


background). Lower right - Glenn enters the Friendship 
7 in preparation for his historic flight. 


Lower left - Glenn relaxes in his space suit and stud- 
ies a map prior to being transported to launch pad. 
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Upper left - Mercury-Atlas 6 carries 
Friendship 7 spacecraft with Astro- 
naut Glenn on first U.S. manned 
orbital flight. Lower left - Glenn's 
Spacecraft is brought alongside the 
USS Noa, recovery ship, after flight. 
Upper right - The USS Noa recovers 
the Friendship 7 spacecraft. Lower 
right - Astronaut Glenn talks to 
fellow Astronauts Donald K. Slayton 
and M, Scott Carpenter (right), 
Glenn's backup pilot for the flight. 


